From: Stevenson, Allan (DPH) 

Sent: Friday, January 11, 2008 11:56 AM 

To: Hanchett, James (DPH); Salem, Sharon (DPH) 

Subject: FW: fishersci.com Site Alert - 01-11-2008 


From: Fisher Scientific f mailto:FisherScientific@news.fishersci.coml 
Sent: Thursday^ January 10,2008 5:01 PM 
To: Stevenson, Allan (DPH) 

Subject: fishersci.com Site Alert - 01-11-2008 


View/ this message in a browser. 



Dear fishersci.Gom Colleague, 

The SSL (Secure Sockets Layer) Certificate on fishersci.com ensures that our customers' 
purchasing and other communications on our Web site are conducted with the highest degree 
of security for safe e-commerce transactions. 

This Friday, 1.11.08, we are updating our current SSL certificate. This may not impact your 
transactions on fishersci.com at all, but it's possible that you may experience problems 
logging into your account foilowing our installation of the updated certificate. 

• If you experience any problems logging in, or any other service interruptions after 
10:00 PM ESTon 1.11.08, please call our help deskat 877.885.2081. 

Additionally, this is a good time to make sure that you are using the correct URL to access 
fishersci.com. It has come to our attention that some of our Web site users may still be 
accessing our site at http://new.fishersci.com . Soon this URL will no longer be available, so 
please make sure that they use h ttp : / / www. fi she r sc i. com to access our Web site. 

Sincerely, 

The Technical Support Team at fishersci.com 
http://www.fishersci.com 

EVENT TYPE: New SSL Certificate Installation 

SCHEDULED INSTALLATION TIME: Friday 01.11.08 10:00 PM EST 

Please note that times are in EST, Eastern Standard Time. To convert to your local time zone, please 
reference httD://www.timezoneconve i ter . c o m/c a i - b i n / t z c. t z c. 

For further assistance, please contact the fishersci.com Help Desk 877.885.2081. 

You have received this notification because you requested to receive notification of scheduled site 
outages or maintenance updates. 

PLE/SiSE DO NOT REPLY TO THIS E-MAIL. It has been sent from an unattended e-mait address. 

© 2007 Rsher Scientific. All rights reserved, 


Unsubscribe or up da te your email address. 

Fisher Scientific 12000 Park Lane Drive j Pittsburgh, PA 15275 
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